CLAMP 173446 CABLE ASSEMBLY 
TO AUXILIARY REPERFORATOR GEAR 


GUARD MOUNTING SCREW. 


4350 WD 


REVISIONS 


CABINET TERMINAL 
BLOCK 
(IN AUTOMATIC SEND-RE CEIVE CABINET) 


173446 CABLE 
ASSEMBLY 


FOR WIRING OF LAK21,33,450 47 
REFER TO 4263 wD 


ACTUAL 
WIRING DIAGRAM 
POR VCL 22!1QO0THERSI 
USING 173446 CABLE ASSM. 


APPROVALS 


Prop. no. 4350 WO 


JOaTE: 10-14-60 


EY.131481 


